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Installation and Maintenance 
Documents 


> System Installation Procedures 

> Circuit Card Installation and Testing 

> Digital Clock Controllers 

> Fault Clearing 

> General Maintenance Information 

> Hardware Replacement 

> IODU/C Reference Guide 

> M1250 & M2250 Attendant Consoles Description 


> Meridian Integrated Conference Bridge 
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Installation and Maintenance 
Documents (Continued) 


> MIRAN (Meridian Integrated RAN) 
>» MSDL (Multi-purpose Serial Data Link) 


> Telephone and Attendant Console Installation 
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